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TRANSPORT , ROADS & BUILDINGS DEPARTMENT 

( SERVICES ) 


AMENDMENTS TO THE ANDHRA PRADESH ROADS AND BUILDINGS ENGINEERING 


SUBORDINATE SERVICE RULES , 2002 . 


[ GO.Ms.No.49 , Transport , Roads & Buildings ( Services ) , 6th October , 2021. ] 


NOTIFICATION 


In exercise of the powers conferred by the proviso to Article 309 of the 
Constitution of India , the Governor of Andhra Pradesh hereby makes the following 
amendments to the Andhra Pradesh Roads and Buildings Engineering Subordinate 
Service Rules , 2002 issued in G.O. Ms.No.58 , TR & B ( Ser.ll ) Dept. , dated 01.05.2002 , 
as subsequently amended from time to time . The amendments effect with 
immediate effect . 

AMENDMENTS 


In the said rules : 
( i ) In rule 2 , under Class- ( C ) ( other posts ) , for Category ( 6 ) and Category 

( 7 ) the following shall be substituted , namely : 


“ Category ( 6 ) : Line Inspector ( Electrical ) , Lineman ( Electrical ) 

Electrician , Including Electrician - cum - Mechanic 
and Electrician Grade - II . 


Category ( 7 ) : Wireman ( Formerly known as Wireman Skilled , 

Grade - I ) and Wireman Grade - Il . " 


( ii ) In rule 3 , in Class - C ( Other Posts ) , 

( a ) Category ( 1 ) for Sl . No. ( iii ) of Column 


[ 1 ] 


2 
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No. ( 2 ) , the following shall be substituted , namely : 


" ( iii ) By promotion of Line Inspector , Electrician including 

Electrician - cum - Mechanic and Electrician , Grill , Wireman , 
Lineman ( Electrical ) from combined seniority list . ” 


( b ) Column No ( 1 ) for category ( 6 ) and 

Category ( 7 ) , the following shall be substituted , namely : 


" Category ( 6 ) : Line Inspector ( Electrical ) , Lineman ( Electrical ) 

Electrician , Including Electrician - cum - Mechanic 
and Electrician Grade - II . 


Category ( 7 ) : Wireman ( Formerly known as Wireman Skilled , 

Grade - I ) and Wireman Grade - Il . ” 


( iii ) In rule 11 , in Class - ( C ) , Column No ( 2 ) for Category ( 6 ) and 

Category ( 7 ) , the following shall be substituted , namely : 


" Category ( 6 ) : Line Inspector ( Electrical ) , Lineman ( Electrical ) 

Electrician , Including Electrician - cum - Mechanic 
and Electrician Grade - II . 


Category ( 7 ) : Wireman ( Formerly known as Wireman Skilled , 

Grade - I ) and Wireman Grade - II . ” 


( iv ) Under Annexure ( See Rule - 5 ) , 


( a ) In Class - C , in Category ( 1 ) , for Sl . No. ( ii ) and ( iii ) of column ( 2 ) , the 

following shall be substituted , namely : 


" ( ii ) By promotion from Draughtsman Grade - Il ( Electrical ) . 

If no qualified Draughtsman Grade - II is available by promotion 
of Draughtsman Grade - III ( Electrical ) . 


( iii ) By promotion of Electrician including Electrician - cum - Mechanic 

and Electrician , Gr.ll and Wireman , Line Inspector , Line Man from 
combined seniority list . ' 


( b ) In Class - C , Column No ( 1 ) Category ( 6 ) 

and category ( 7 ) the following shall be substituted , namely : 


“ Category ( 6 ) : Line Inspector ( Electrical ) , Lineman ( Electrical ) 

Electrician , Including Electrician - cum - Mechanic 
and Electrician Grade - II . 


Category ( 7 ) : Wireman ( Formerly known as Wireman Skilled , 

Grade - I ) and Wireman Grade - 11 . " 


M. T. KRISHNA BABU , 
Principal Secretary to Government . 
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